AMENDMENT NO. 4 MARCH 2022 
TO 


IS 2796 : 2017 MOTOR GASOLINE — SPECIFICATION 
(Sixth Revision ) 


(Foreword, para 23) — Insert the following new para after para 23: 


‘Amendment No. 4 has been issued to increase oxygen content limit from 
maximum 3.7 percent by mass to maximum 4.2 percent by mass, as ethanol 
content in E10 fuel was changed from 9.75 + 0.25 percent by volume to 
10 + 1.0 percent by volume vide Amendment No. 3, January 2022.’ 


(Page 3, clause 4.2.2, para 2, line 4) — Substitute ‘4.2’ for ‘3.7’ 


[Page 5, Table 1, SI No. (xix), col 3 and col 4] — Substitute ‘4.2’ for °3.7’ 
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